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He then recorded in his notes the surveying work done through June 
23, 1888 in which he adjusted the city to true measurements. 

: By 1889 Heber was ready for organization as a township, and Henry 
Aird was appointed as the first town board president, He served until 
1894 when Thomas Huskinson Giles was elected and served two years. 
James W. Clyde was elected in 1896 and served until the election of Ed- 
ward D. Clyde in 1898. Robert Duke followed in 1900 and served until 
1902 when articles of incorporation were drawn up and the town became 
an officially incorporated city. 

; James W. Clyde was elected as the city's first mayor, with member- 
ae of By dee city sonnel form of government consisting of Joseph 

atch, E. J. Cummings, David C. Hanks, G A.W 
A ee s, George cotton and Joseph 

: An early action by the mayor and city council consisted of calling for 
bids to run the sprinkling wagon through the city on dusty summer days. 
rout ae ae day included Ed Tilt, $2.80; Bert Tilt, $2.50; 

. C. Murdock, $2.40; Harmon Cummings, $2.50; Walter Wickh 2.2 
and John Carlile, $2.48. s N iaeata 

The council acted on the “lowest qualified bid” and hired Mr. Wick- 
ham to sprinkle the streets. 

i In the election of November, 1903, candidates aligned themselves 
with the Democratic and Republican political parties, and the Democrats 
won a sweeping community victory. 

The new city officials were Joseph A. Rasband, mayor; John T. Giles, 
four-year councilman; Joseph R. Murdock, A. B. Murdock, Orson Ryan 
and F., L. Clegg, two-year councilmen; David W. Hicken, marshal; LaVina 
Murdock, recorder; George Barzee, treasurer and Livingston Montgom- 
ery, justice of the peace. 

In May of 1905 the city officials promoted a bond election to raise 
$40,000 for the purpose of installing a water system. By 1905 the city 
council was able to pass the following ordinance: 

. “That a water works system be constructed to supply its inhabitants 
with water and shall be known and designated as Heber City Water 
Works. The said system shall be the property of said city.” 

Early the following spring, work was underway to complete the sys- 
Be The main source of supply was the Broadhead Spring, east of the 
city. 

Heber’s third mayor was elected in the fall of 1905 and served d 
i ur- 
ing 1906 and 1907. He was Joseph R. Murdock. Serving with him on the 
city council were David Fisher, John T. Giles, Robert Duke, Joseph E. D. 
Tomlinson and John E. Moulton. Joseph A. Murdock was recorder with 
Moroni Moulton, treasurer; David W. Hicken, marshal and Fred L. 
Clegg, justice of the peace. 


A significant cultural step was taken by Mayor Murdock in Novem- 
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ber, 1907 when $500 was appropriated for the establishment of a public 
library and community reading room. 

The city council considered several possible locations for the library, 
including rooms above Jeff's store, the old Turner Hall and store, Buell's 
Hall and upstairs rooms in the new Heber Mercantile building. After 
considerable discussion the council moved that the two rooms above the 
Mercantile Company be rented for $10 per month. This library was later 
consolidated with county facilities. 

By January, 1908, Mayor James W. Clyde, the city’s fourth chief 
executive, had been elected and sworn into office. Elected to serve with 
him as city councilmen were John E. Moulton, four-year term and David 
Fisher, John W. Crook, William T. Wootton and Robert Duke, two-year 
terms. Joseph A. Murdock continued as recorder, with Royal J. Murdock 
as treasurer and Andrew Lindsay as marshal. 

During Mayor Clyde's term the need for electric power was being 
felt in the community. Other locations in the state had obtained elec- 
tricity, and many Heber residents desired the convenience and service of 
this new power source. 

It seemed natural that the city government should take the lead in 
building power facilities, and on September 20, 1908 members of the 
Heber Commercial Club proposed to the council that the city construct 
a power plant on property north of Heber. They estimated that the 
project would cost about $50,000. 

Mayor Clyde and the council received the proposition favorably 
and began immediate action to select a suitable site. Three possible lo- 
cations were selected, and finally ten acres owned by the Hatch family 
north of town were purchased for $2,000 and the project was on its way. 

At a council meeting on October 14, 1908, the communities of Mid- 
way and Charleston were asked to join in building the proposed power 
plant, with Midway to own one-fourth interest and Charleston one-eighth. 
Wallisburg was also invited to participate to the extent of its needs but 
they secured their power from another source. At this same meeting a 
bond election to finance the construction was fixed for December 29, 1908. 
The citizens were to be asked to approve bonding for $32,000. 

In the meantime, the council hired George A. Wootton on November 
16, 1908, to be general supervisor of the plant at a salary of $100 per 
month, with Mr. Wootton to furnish his own horse and buggy and feed 
for the horse. 

The December bond election was nearly unanimous, with only eight 
of the 120 voters who went to the polls casting negative ballots. The 
new plant was assured, and the council selected the name “Heber Light 
and Power Plant” as the official name of the new venture. Also named 
was an executive committee to manage the plant. Chosen for the com- 
mittee were Mayor Clyde, Councilmen Moulton and Duke of Heber, 
Attewall Wootton Sr. of Midway and John O. Edwards of Charleston. 


